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NOTES: 


1. ALL RESISTORS ARE 1/4-WATT AND HAVE A TOLERANCE OF 5%. 
VALUES SHOWN ARE IN OHMS. 


2. ALL CAPACITOR VALUES ARE IN MICROFARADS. 


3. COMPONENTS SHOWN IN DASHED LINES ARE PART OF THE 
H8-3 4K CHIP SET ACCESSORY. 


4. 


SYMBOLS: 
(FD) Lettered cIRCUIT BOARD HOLE. 
VW CIRCUIT BOARD GROUND. 


© SYSTEM BUS (THROUGH CONNECTOR). 
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